ETag: "86d013156d3a454dab80ec0627aea918"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 10192
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-case-name: Telepanel Systems v. Pricelink, Inc.
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: cand
x-archive-meta-date-case-filed: 1990-03-15
x-archive-meta-date-case-terminated: 1991-09-05
x-archive-meta-date-last-filing: 1991-09-05
x-archive-meta-docket-num: 5:90-cv-20129
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 155221
x-archive-queue-derive: 0
x-varnish: 685159315
x-upload-date: 2011-06-03T04:23:46.000Z
